scanner-veronica-romero@archive.org,open D:\Images\_incoming\consolidatedinde0028unit\consolidatedinde0028unit.idf,8/17/2010 4:54:15 PM
scanner-veronica-romero@archive.org,exit,8/17/2010 5:02:36 PM
unknown (batch),open D:\Images\consolidatedinde0028unit\consolidatedinde0028unit.qpf,8/17/2010 6:58:33 PM
unknown (batch),processing started,8/17/2010 6:58:35 PM
unknown (batch),processing stopped,8/17/2010 7:08:39 PM
unknown (batch),close D:\Images\consolidatedinde0028unit\consolidatedinde0028unit.qpf,8/17/2010 7:08:39 PM
